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ACTION COME-00 

INFO OCT-01 EUR-25 ISO-00 AGR-20 CEA-02 CIAE-00 DODE-00 

EB-11 FRB-02 H-03 INR-10 INT-08 L-03 LAB-06 NSAE-00 

NSC-07 PA-04 RSC-01 AID-20 CIEP-02 SS-20 STR-08 

TAR-02 TRSE-00 USIA-15 PRS-01 SP-03 FEA-02 OMB-01 

SWF-02 10-14 DRC-01 /194W 

070582 

R031240Z APR74 
FM AMEMBASSY DUBLIN 
TO SECSTATE WASHDC 5522 
INFO AMEMBASSY BRUSSELS 
USMISSION EC BRUSSELS 
AMEMBASSY BONN 
AMEMBASSY THE HAGUE 
AMEMBASSY LONDON 
AMEMBASSY LUXEMBOURG 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY COPENHAGEN 
USMISSION OECD PARIS 


LIMITED OFFICIAL USE DUBLIN 0431 

E.O. 11652N/A 
TAGS: EIND, BTRA, El 

SUBJECT: EC HARMONIZED STANDARDS DIRECTIVE ON ELECTRICAL 
EQUIPMENT (LOW VOLTAGE DIRECTIVE) 

REE: STATE 50096 

1. IRELAND PLANNING TO IMPLEMENT PROVISIONS CONTAINED IN 
SUBJECT DIRECTIVE IN AUGUST 1974 (DEADLINE DATE). 

NECESSARY STATUTORY INSTRUMENT WILL BE PUBLISHED PRIOR TO 
THAT DATE. MOORE 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: STANDARDS, ELECTRICAL INDUSTRY, ELECTRIC APPLIANCES 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 03 APR 1974 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: golinofr 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1974DUBLIN00431 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D740075-0345 
From: DUBLIN 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1974/newtext/t19740471/aaaacniu.tel 

Line Count: 60 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION COME 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: LIMITED OFFICIAL USE 

Previous Handling Restrictions: n/a 

Reference: STATE 50096 

Review Action: RELEASED, APPROVED 

Review Authority: golinofr 

Review Comment: n/a 

Review Content Flags: 

Review Date: 01 APR 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <01 APR 2002 by boyleja>; APPROVED <05 JUN 2002 by golinofr> 

Review Markings: 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: EC HARMONIZED STANDARDS DIRECTIVE ON ELECTRICAL EOUIPMENT (LOW VOLTAGE DIRECTIVE) 
TAGS: EIND, BTRA, El 
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